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there no longer will be 
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series. As regulations 
are reissued, the asterisk 
which identified the new 
series will be deleted. 


%, 
STAT 3 meg He 
57 2/V1/75 
{ 58859 16/1/72 
: 60 6/26/72 
61-64 16/1/72 
64.18 2 
64.2 |12/27/74 
64.3 [2/11/75 
: 64.4 |12/27/74 
64.5 16/1/72 
: 2 ; 64.7- 
: 64.16 [2/19/75 
64.17- 
74 2/19/75 
STAT Divider - New 
— Numberjing Series 


ADMINISTRATIVE - INTERNAL USE ONLY 


The Table of Contents 
is revised to eliminate 
the asterisks which 
identified the new 
numbering series. 
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